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STEAMTOWN U.S.A. BELLOWS FALLS, VERMONT 
Home of Steam Trains of Yesteryear 

Steamtown #127 ex-Canadian Pacific Railway #1278 
built in 1948 teams up with Green Mountain RR 
diese! #405 ex-Rutland RR for a lovely trip to 
Chester, Vermont. This modern Pacific engine may 
be seen at Steamtown, Bellows Falls, Vermont. 
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